INSTALLATION  & ADJUSTMENT 


”C”  series  Chambers  Gas  Ranges 


ADJUST  BURNERS  IN  THE  FOLIOWING  ORDER 


CLEANING  INSTRUCTIONS 


FLAME  HEIGHT  FOR  EACH  BURNER 


during  a short  cleaning  process  is  not  harmful. 

burner  opening.  Scrape  dry  dirt  and  waste  through  this 
opening,  onto  the  paper,  with  pancake  turner  or  spatula.  The 

damp,  soapy  cloth,  scouring  if  necessary;  then  wipe  dry. 
With  grate  and  drip  ring  removed  from  right  front  burner. 


Wipe  off  (and  scour  if  necessary)  walls,  door,  racks,  runners 
on  which  racks  rest,  and  cast  door  frames.  Baffle  plate  can 
be  removed  for  cleaning.  Oven  heat  turns  color  of  racks 
and  door  frames  to  a bronzfe  tone;  this  will  not  scrub  off; 
it  is  inherent  in  the  metal.  Cast  iron  oven  door  frames  can 
be  wiped  with  oily  cloth  to  help  eliminate  the  rusty  look  and 


INDIVIDUAL  CUP  DRIP  RINGS 


silyto 


MANUFACTURER’S  NAME  PLATE 


The  Name  Plate  on  all  "C*  Models  may  be  seen  by  removing 
the  right  front  Grate,  Drip  Ring  and  Top  Burner.  The  tag 

the  BTU  input  per  hour  for  all  burners. 

When  ordering  parts,  always  advise  Model  and  Serial 
Numbers  to  the  Distributor. 


heat,  and  take  full  advantage  of  your  Chambers  Range,  these 
top  burners  will  go  for  weefcTwith  very  “little  cleaning 

If  holes  are  stopped  up,  open  with  a heavy  pin  or  an  ice 
burners  and  put  pilot  tubes  firmly  in  place. 


REMOVE  BASE  FOR  CLEANING 

To  remove  base,  pull  straight  forward.  To  replace,  push  base 
under  range  so  clips  touch  leg  bolts;  use  both  hands  and 
place  thumbs  on  front  of  base  with  fingers  around  on  base 
end  panels;  force  end  panels  in  until  they  touch  dips  in 
rear.  Now  force  complete  base  under  range  until  clips  snap 
over  leg  bolts. 

ALWAYS  GIVE  COMPLETE  MODEL  AND  SERIAL  NUMBERS 

When  requesting  parts  or  information,  always  give  complete 
model  and  serial  numbers  of  your  range.  See  Fig.  7. 


SERVICE  POLICY 

Porcelain  enamel  is  essentially  glass  and  is  therefore  break- 
-ablc-'Hfce-any-pirce  of- glassware.  Before  -ranges-kave  the 
Manufacturer,  they  arc  thoroughly  inspected  and  in  good 
condition  when  turned  over  to  the  transportation  company. 
The  Factory  cannot  assume  responsibility  for  damaged 

lain  damage  that  may  show  upon  delivery.  By  following  this 
procedure,  full  recovery  for  the  value  of  parts  involved  may 
be  obtained  from  the  transportation  company. 

Credit  cannot  be  allowed  for  chipped  porcelain,  therefore, 
please  do  not  return  such  parts  to  the  Manufacturer  as  they 
wiUMt  be  accepted.  ^ fQ,  b R f 


25  YEAR  GUARANTY 

Chambers  guarantees  to  replace  all  burners;  cast  iron  baffle 
plate  and  valve  handles  in  this  range,  should  such  parts  wear 
out  during  normal  use  and  operation  within  25  years  after 
date  of  installation. 

The  external  finish  of  these  parts,  while  of  the  finest 
quality,  is  subject  to  normal  wear,  and  hence  excluded  from 
the  terms  of  the  Guaranty. 


Hen*. 


